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E.O. 11652 GDS 
TAGS: ASEC 

SUBJECT: TECHNICAL SUPPORT FOR NICOSIA 
FRANKFURT FOR RSS AND RTC 

1. FOLLOWING ARE TECHNICAL REQUIREMENTS FOR POST: 

A. RELOCATE CAMERA AT FRONT GATE AND INSTALL PAN-TILT TO 
PROVIDE SCANNING CAPABILITY. CAMERA'S PRESENT POSITION DOES 
NOT GIVE MSG FULL VIEW OF FRONT AREA AND GATE BUT LIMITED TO 
SIDE VIEW FO PERSONNEL ENTERING FRONT GATE. CAMERA ALSO 
REQUIRES NEW GLASS PLATE COVERING WHICH WAS 

BROKEN DURING THE DEMONSTRATION. 

B. NEW LENS FOR CAMERA COVERING AMBASSADOR S RESIDENCE. EXIST- 
ING LENS GIVES FADED AND DISTORTED PICTURE. CAMERA ALSO SHARES 
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MONITOR WITH BACK GATE CAMERA AND THERE IS MUCH DIFICULTY IN 
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SWITCHING PICTURES. RECOMMEND THAT MONITOR BE INSTALLED. 

C. INSTALL TWO ADDITIONAL CAMERAS AND MONITORS TO COVER NORTH 
AND SOUTH PERIMETERS. PRESENT POLICE COVERAGE AFFORDS ADEQUATE 
PROTECTION TO THESE AREAS. BUT IT WILL BE JUST A MATTER OF TIME 
BEFORE COVERAGE IS REDUCED. IN ADDITION, COMPLETE CHECK OF EXISTING 
OCTV SYSTEM REQUIRED AS TCU OPERATION SEEMS TO ENHANCE THE EXISTING 
PROBLEMS. 

D. CUT AND INSTALL LEXAN IN DESIGNATED AREAS OF EMBASSY AND 
RESIDENCE. RSO ESTIMATES ADDITIONAL 200 SQ. FEET REQUIRED. 

E. CLOSE IN TWO AREAS IN COMCENTER: TCU RADIO ROOM HAS 

THIN METAL FIRE DOOR LEADING TO OUTSIDE BALCONY. OTHER AREA TO BE 
CLOSED UP IS SMALL WINDOW ORIGINALLY PLANNED TO DETECT FIRES IN 
TCU AREA. 

F. INSTALLATION OF NEW MSG DESK AS EXISTING ONE IS 
IMPARACTICAL AND INEFFICIENT. 

G. TECHNICAL INSPECTIONS OF AMBASSADOR'S OFFICE, RESIDENCE, 

DAO, AND SECOND FLOOR CONFERENCE ROOM. 

H. INSTALLATION OF ULTRASONIC ALARM IN DAO. 

I. MINIMUM AMOUNT OF LOCK WORK TO INCLUDE REPLACEMENT OF LOCKS 
ON CASHIER S SAFE AND INSTALLATION OF CYPHER LOCKS ON DAO AND 
SECOND FLOOR CONFERENCE ROOM DOORS. 

2. RSO SUGGESTS THAT SURVEY BE CONDUCTED, IF POSSIBLE BY TECH 
PERSONNEL PRIOR TO START OF WORK TO ENSURE FEASIBILITY AND 
TO DETERMINE SPECIFIC MATERIAL REQUIREMENTS. 

CRAWFORD UNQUOTE INGERSOLL 
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